WK-3A3 L-Shaped Corner Electric Three-Motor Lift Desk Computer Desk Stand 


Features 

WK-3A3 automatic L-shaped electric lift desk executive desk corner computer desk 
frame smart desk is a multi-motor lift desk. The product has a load-bearing capacity 
of 150KG, a stroke of 650MM, a frame height of 600-1250MM, and a frame length of 
1050-1700MM. It can achieve a lifting speed of 32MM/S, and can rebound in case of 
resistance. 

WK-3A3 L-shaped corner electric three-motor lift desk computer desk products are 
mainly used in office spaces. The L-shaped design desk is very suitable as a double 
connection desk for employees. There are three usb ports under the desktop, which 
is easy to use; and 80* 50MM tube-shaped table legs, the base is more stable; the 


installation steps are also very simple 


